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[Letter One:] 
[Abstract:] Recommends that 8 worn out balances... 


Mint of the United States at Philadelphia, 
February 19, 1885 


Sir 


I would respectfully recommend that 8 (eight) worn out balances now in the Adjusting 
Room and also the old 2-foot beam, formerly used by the weigh Clerk be condemned as unfit for 
use and sold as old material. 


Very respectfully, 
Ellis Pugh 
Adjuster of Scales and Weights 


Hon. A. Loudon Snowden 
Supt. U.S. Mint 


[Letter Two:] 


Henry Troemner, 

Manufacturer of Standard Scales & Weights 
Philadelphia, 

February 26, 1885 


Col. A. Loudon Snowden 
Supt. U.S. Mint 


Dear Sir 


I beg to say to you — that in our opinion the Old Balance now in Mr. Cochran’s room — 
has no money value whatever — save for old material — it is entirely worn out in every part — 
besides it has none of the modern improvements — and cannot be repaired so as to be of any 
service whatever :- 


Very Respectfully Yours 
Henry Troemner 


